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AMENDMENT NO. 1 OCTOBER 2014 
TO 
IS 4558 : 1995 UNDER-DRAINAGE OF LINED CANALS 
— CODE OF PRACTICE 


(Second Revision) 


(Foreword, para 3, line 4 ) —- Substitute ‘included’ for ‘excluded’. 
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